Approved For Release 2002/08/16 : GTi|RDP66B00728R000300050039-0 


08A-4922-64 

copy =2 of 4 

13 November 1964 


25X1 A 


... . , -—jY 0 f a lefcfcear dated 9 Bo v 1964 

tdt of «M CHS .ad pwullar .par. parts 

auWoct contract. 

2 . g you mad ^“^^'TAlcla 

&£?,£ SXSJSrS?*- cttoara ara rtlll lo W. *- 


SIGHED 

BA Eel 


25X1 A 


attach, as stated above 


3D/0SA/DD/S&t| 
Dist: Cy 1 - 


2 - CD/OSA SP-iy^P 

3 - BFB/OSA 

4 - KB 


[idealist Depot 


ILLEGIB 



Approved For Release 2002/08/16 : CIA-RPP66B00728R000300050039-0 






Approved For Release 2002/08/16 : CIA-RDP66B00728R000300050039-0 


9 November 19^ 


To: Contracting Officer, SP-1925 

Subject: GHE and Peculiar Spare Parts 

Enclosed is a listing of the Ground Handling Equipment and 
Peculiar Spare Parts that was supplied by ADP under SP-1925- All of 
the items have been delivered to Edvards Air Force Base or the Depot 
except the two items identified for use as instrumentation, which we 
have retained for use on SP-1926. 

Very truly yours, 

I 1 25X1 A 


Enc. 
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MISCELLANEOUS SUPPORT ITEMS SUPPLIED UNDER SF-iggj 


The following is a list of GHE furnished under SP-1925: 
G75-GH73 thru G75-GH86 & 88 was the Low Boy & Spreader 


Equipment 

(Lifting Device) 

1 

ea. 

G75-GH87 

Hn - Hook Uplock Safety 

6 

ea. 

G75-GH89 

Adapter - Hook Removal 

1 

ea. 

G75-GH90 

Fitting Assy - Sulky Adapter 

2 

ea. 

G75-GE91 

Wrench - Hook Bushing 

6 

ea. 

G75 -GH 92 

Spacer - Hook Bushing 

2 

ea. 

G75-GH93 

Clamp Plate Assy 

2 

ea. 

G75-GH94 

Main Gear Swivel Rod 

1 

ea. 

G75-GH97 

Turn-table - Main Gear 

1 

ea. 

G75-GK98 

Turn-table - Tail Gear 

1 

ea. 

G75-GH100 

Fitting - Tiedown 

1 

ea. 

G75-GH101 

Cart - Nitrogen Bottle 

1 

ea. 


•» For instrumentation only 


The following is a list of spare parts peculiar to the 
were furnished under SP- 1925 : 

J-75"G" that 

G75-L5 

Strut Assy - M. L.G. 

1 

ea. 

G75-L6 

Strut Assy - Tail Gear 

1 

ea. 

C75-L8 

Strut Assy - M.L. G. Drag 

1 

ea. 

G75-L90L 

Arm Assy - Nose Door 

1 

ea. 

G75-L90R 

Arm Assy - Nose Door 

1 

ea. 

C-75-L91 

Tie Rod - M.L.G. Shrinker 

1 

ea. 

G75-Fllk~22 

Snubber - Hook 

3 

ea. 

G75-F114-3 

Hook Assy 

1 

ea. 

G75-F131-2L 

Door - Nose Gear 

1 

ea. 

G75-F109-2 

Fitting - Attach. 

1 

ea. 
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